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point and applying it against the ether height-measure which is on the posterior ;ispect of the chassis.
The two height-measures of the enlargement are then placed on the upper frame of the large chassis, at the corresponding numbers to those of the small chassis of the model, and to fix the point one proceeds in the same u\ as one. has just done for the model This dues not prevent establishing
J                                                                                                              *                                                to
the horizontal lines, as in the other method; once these horizontal lines are traced on the clay, there will nnly remain two measurements to take, the distance and the depth.
In the case of the lower frame of the chassis of the small model, it will be nailed to the extremity of the four uprights, before fixing them to the stand, proceeding in the same way with the plumb lines as for the riiiari>cment, so as to be sure that it is perfectly in liiif beneath the upper part
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